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S& i af , Cperatione and Liaison Brandi 
Chief, I&yrdtl and travel Branch 

Chief, Finance Division - 
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Service Transfer Allowance 

dated 28 January 1957 



X , Beferenco (b) designates duly authorised Staff ear Division Approving 
<&Ti cars to Improve Bose Service Transfer A l low ance c la i m s , i nc l uding cla d as 
for booses and apartments occupied on a temporary basis, submitted by W/f 

2. 2m order to provide a uniform buds for acceptance and processing of 
alaiiBS covering ttaat Service transfer Allowances, in the absence of contrary 
delegations of as£toriiy, smtnmX by authorised' approving officers designated 
to a p pr ove i^ntnistarative type claims mill be accepted as satisfying regulatory 
reqvaxea&nt* for approval off such cXaima submitted by personnel of all com- 
ponent# of the Agency. 
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